





Body Height 

Body Diameter at Top 
Body Diameter at Bottom 
Body Diameter at Center 
Length over all 
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No. 944 RENDE 


Per pair, $34.00. 
Silver Lined and Mounted. Silver Stem. 


Suitable for Landau, Coach and Opera Bus. 


8} in. 
3 in. 

4} in. 

7% in. | 


254 in. 
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No. 9’ RHODES 


Body Height . : A ; : , ; ' : ‘ : , , é ‘ : 8} in. 
Body Diameter at Top. : : F ; : j F ‘ Z : X ; : 63 in. 
Body Diameter at Bottom : ‘ : : : 4} in. 
Body Diameter at Center y 4 3 3 5 5 : ; : : : : 7% in. 


Length over all 24 in. 
Per pair, $33.00. 
Silver Lined and Mounted. Silver Stem. 


Suitable for Landau, Coach and Opera Bus. 
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No. 914. ROANOKE 
Body Height 8} in. 
Body : : 5} x 5} in. 
Body Diameter at Center 7% in. 
Length over all 28} in 


Per pair, $36.00. 
Silver Lined and Mounted. 
Full Silver Head, Neck and Stem. 


Suitable for Landau, Coach or Bus. 


No. 944 GIRARD 


Body Height 
Body Diameter at Top 
Body Diameter at Bottom 
Body Diameter at Center 
Length over all . 
Per pair, $33.00. 
Silver Lined and Mounted. 
Silver Stern. 


Suitable for Berlin Coach, Landau, 
Landaulet, etc. 
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No. 944 AMBROSE 


Body Height 8h in. 
Body 53 x 53 in 
Body Diameter at Center 7% in. 
Length over all J 23 in. 


iy 


Per pair, $31.50. 
Silver Lined atid Mounted. 


Silver Stem. 


Suitable for Coach, Landau, ete. 





No. 914 REGINA 


Body Height . A , : 8} in. 
Body : ; : : 5} x 53 in. 
Body Diameter at Center : 74 in. 
Length over all : E : 25 in. 


Per pair, $31.00. 
Silver Lined and Mounted. 


Suitable for Coach, Landau or Bus. 
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CROMWELL 
Body Height 
No. 64 5}x5}in. 6}in. 
No. 74 53x5din. 64 in. 
No. 8} 6 x6 in if abet 
No. 93 6}x6}in. 74in. 
No. 103 74x 74tin. 8 in. 








Length 
over all 


19 in. $10.00 


20 in. 
21 in. 


aE: 
22% in. 


Silver Lined and Mounted. 


Per 
Pair 


15.50 
17.00 
19.00 
23.00 


Suitable for medium and heavy Carriages 


of all kinds. 


LIMIT 


Body Height Length Per 
over all Pair 


3x5hin. Gin. 17 in. $20.00 
x6 in. 7 in. 20hin. 22.00 
No.9} 6}x6}in. Thin. 223 in. 24.00 
Silver Lined. 
All Black except Glass Moldings. 


Fitted for Socket Prop. 


Suitable for Brougham, Mail Phaeton, Demi- 
Coach, Landaulet and Victoria. 
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No. 144 ROCKINGHAM 


Body : ; : ; 5 5 é , ' é e : a : : 4 F 8x 8in. 
Height . , : : : : ‘ : F ‘ ; : ‘ : 7 : 84 in. 
Length overall. : ; ‘ é ; ‘ ‘ ‘ ‘ : : : ; ‘ 274 in. 


Per pair, $38.00. 
Silver Lined. All Black Mountings. 
Fitted for Socket Prop. 


Suitable for Park Drag, Demi-Mail Phaeton, Opera Bus, Tallyho. 





Body Height 
Body Length 
Flange Diameter 
Length over all 


Side Glass 
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METROPOLITAN MAIL 


Per pair, $36.00. 
Silver Lined. All Black Mountings. 
Fitted for Socket Prop. 


Suitable for Tallyho, Park Drag, Opera Bus, Mail Phaeton. 


“I 
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STANHOPE PHAETON . 
No. 8 Body Height : : 3 : , : : : : ‘ : : : : 6 in. 
Body Length 6 ; ; . ‘ , ‘ ‘ : ‘ : ; ‘ : 5} in. 
Flange Diameter : : p ; 5 ‘ ‘ , ; 6 : , F 7} in, 
Length overall . : : : ‘ : P 4 : , j ; ‘ z 19 in.. 
Side Glass. : 3 é ; ; : : ; ; ; ; : ; 4x4in. 
Per pair, $31.50. 
No. 10 Body Height ‘i 7 j - , : : : ‘ : : j ‘ : 63 in.. 
Body Length : 2 : 0 : 5 : ; . 4 a ; ; Q 64 in. 
Flange Diameter ‘ : i : : : . : : : 5 5 , 8} in. 
Length over all . , ‘ 3 , ; ; ; : 7 5 ; s . 21h in. 
Side Glass. : , : : : : F ‘ ; , ‘ 5 : 48 x 43 in. 


Per pair, $35.00. 
Silver Lined and Mounted. 
Fitted for Socket Prop. 
Suitable for Mail Phaeton, T-Cart, Brake, Road Coach. 
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No. 7 POSEIDON MAIL 


Body Height . 5 j 53 in 
Body Length . : : : : 6% in. 
Flange Diameter. é : : 7 in. 
Length over all : : q Loe an. 
Side Glass : : é é 49 x 4} in. 


Per pair, $26.00. 
Silver Lined and Mounted. 


Full Silver Head, Neck and Stem. 


Suitable for Hansom Cab, Heavy Trap, ete. 


No. 6 


No. 7 


WALDO 


Body Height 
Body Length 
Flange Diameter 
Length over all 
Side Glass . 


Per pair, $20.00. 


Body Height 
Body Length 
Flange Diameter 
Length over all 
Side Glass . 


Per pair, $23.00. 


53 in. 
§ in. 
i ane 

164 in. 

53 x 42 in, 


Silver Lined and Mounted. 
Suitable for Light Victoria, T-Cart, 


Light Brake, ete. 


Prices are for Oil or Candle. 


An extra charge is made for Electric 
Fittings. 
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RAYMOND 
Body Height Length Per 
over all Pair 
No.6 5 x5 in. 6 in. 17}%in. $20.00 
No. 73 4x6din. 64in. 19 in. 24.00 
No.8} 6 x6 in. 7 in. 20% in. 26.00 


Silver Lined. 
All Black except Glass Moldings. 
Fitted for Socket Prop. 


Suitable for Cabriolet, Victoria, Opera Bus, 
Park Phaeton, etc. 


New Haven, Conn. 10 
No. 846 ROWLAND 
Body 6x6 in. 
Height... : ‘ : 7 in. 
Length overall. 193 in. 


Per pair, $24.00. 


Silver Lined and Mounted. 


Suitable for Brougham, Victoria, 
Demi-Coach, ete. 
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No. 10 MAYFLOWER 


Body Height 8} in. 
Extreme Body Diameter 83 in. 
Glasses 8} x 43 in. 
Length over all . 23 in. 


Per pair, $38.00. 
Silver Lined and Mounted. 


Suitable for Victoria, Cabriolet, Landau 
and Coach. 


No. 8 RHONE 
Body Height 74 in. 
Diameter 73 in. 
Length over all . 183 in. 


Per pair, $28.50. 
Silver Lined and Mounted. 
Full Silver Head, Neck and Stem. 


Four Swelled Bent Glasses, 74 x 4 in. 


Suitable for Victoria, Cabriolet, High-Class 
Delivery Wagon, Embalmers’ Wagon, etc. 
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No. 7 LA BELLE 


Body Height . : é : ; 6 in. 
Body Diameter . : ; . : 6} in, 
Length over all . é é é . 163 in. 
Glasses 6 x 33 in 


Per pair, $17.25. 
Silver Lined and Mounted. 
Silver Crown and Molding on Head. 
Full Silver Stem. 


Suitable for Light Victoria, Cabriolet, Delivery 


T 
Wagon, etc. 





No. 7 GLENDOWER 


Body Height. : ; : 5 6 in. 
Body Diameter . : , z ; 6} in. 
Length over all . s : 5 18 in. 
Glasses 6 x 384 in. 


Per pair, $18.75. 
Silver Lined and Mounted. 


Suitable for Light Cabriolet, Trap and 


Novelties. 
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No. 6% ROSE 

Body 5} x 43 in. 

Height a 63 in, 

Length over all . 16} in. 





Per pair, $21.00. 
Silver Lined. 


All Black except Glass Moldings. 


Suitable for light Brougham, Vis-a-Vis, Trap, 
Cabriolet, etc. 





GLENCOE 
No. 73 Body 5$ x 54 in. 
Height 33 In. 
Length over all 19 in. 
Per pair, $23.00. 
No. 8} Body 6x6 in. 
Height 7 in. 
Length over all 193 in. 


Per pair, $26.00. 


All Black except Glass Moldings. 


Suitable for Brougham, Victoria, Opera 


Bus, ete. 
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ROXBURY 


No. 5} Body 
Height . 


Length over all 


Per pair, $14.50. 


No. 64 Body 
Height . 


Length over all 


Per pair, $16.00. 


Silver Lined. 





43x42 in. 
6} in. 


163 in. 


43 x 43 in. 
6% in. 


18 in. 


All Black except Glass Moldings. 


Suitable for Rockaway, Station Wagon, 
Stanhope Phaeton and Trap. 


No. 8 RUSSELL 


Body . i ? s . : . 5x5in. 
Height . j : : : , in. 
Length over all . ‘ ie . 152in. 


Per pair, $15.00. 
Silver Lined. 


All Black except Glass Moldings. 


Suitable for Rockaway, Station Wagon, Infant 
Brougham, Light Bus, ete. 
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No. 6 PARK GATE GIG 


Body 43 x 4} 
Height bi 
Length over all . 15} 
Side Glass % Hep 
Front Glass, Diameter 3 


Per pair, $21.00. 
Silver Lined. 
All Black Mounted. 
Can furnish with Silver, Glass Moldings. 
Fitted for Socket Prop. 


Suitable for Park Gig and Tilbury Cart. 





NEAL 
No.6 Body 4 : : é 44x4in. 
Height . : ; ; : 5} in. 
Length overall. ; . 14} in. 


Per pair, $10.00. 


No.7 Body : ' rs ; 4$x4gin. | 
Height 54 in 
Length overall . 5 . 54 in. 


Per pair, $11.00. 
Silver Lined. 


All Black except Glass Moldings. 





Suitable for Station Wagon, Rockaway, Queen 
Phaeton and Surrey. 


mt fo. ee en 
isi js f=} vie) 


oO 
eS 
=) 
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No. 4 RIPPLE 


Body Height Length 
over all 
32 x 33 in. 4} in. 13} in, 


Silver Lined and Mounted. 


Can be made all Black. 


Suitable for Runabout. 


Per 
Pair 


$8.50 


RUBY 


7 
Body Height Length Per 
over all Pair 
No. 6 4¢x4}in. 5 ini 18%in. $10.00 
No. 8 5 x5 in. 54in. 16} in. 12.00 


No.10 5}x5fin. 6}in. 17 in. 15.00 


Suitable for Surrey, Trap, Station Wagon 


and Rockaway. 
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No. 8 HOSE CART 


Body Height . F ; : 4 in. 
Glasses. 4 . 4 5x5 in. 


Length over all, including Bail 20 in. 


Full Brass, per pair, $27.00. 


Full Silver, per pair, 35.00 


Add for Red Glass to list, $1.00. 


Suitable for Ambulance, Hose, Fire and 
Patrol Wagon. 








No. 8 AMBULANCE 


(Worup’s Fatr Bony) 


Body Height . : ; : : 6} in. 
Glasses : ; 3 : : 54x 5 in. 
Length over all, including Bail . 203 in. 


Full Brass, per pair, $38.50. 
Full Silver, per pair, 46.00. 


Add for Red Glass to list, $1.00. 





Suitable for Ambulance, Hose Cart and 
Patrol Wagon. 
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| IVY 
| No.6 Body Height . 5} in. 
Diameter 5 : 3 6 6 in. 
Length overall. é =~ 15seine 

Per pair, $11.75. 

| No.7 Body Height . : : : 6 in. 
Diameter , , 4 ‘ 6} in. 
No. 744 RUSKIN Length overall. ; . 16%in. 


Per pair, $16.25. 


R8~ FBG | 
Body . : ; : : ; 8} SSL 5 | Prices are for Oil or Candle. An extra charge 
Height : ‘ : 2 é : 62m 9) is made for Electric Fittings. 
Length over all . : : ‘ ; 18 in. 


Silver Lined. 
Per pair, $24.00. Full Silver Stem. 


Price is for Oil or Candle. An extra charge is i : 
5 eer i ie a Four Swelled Bent Glasses. 
made for Electric Fittings. 


: : No. 6 6x 38} in. 
Silver Lined and Mounted. g ae 
INO. 4 ; : 7 : 6 x 83 in. 


Suitable for Brougham, Victoria, Cabriolet, 


Opera Bus. Suitable for light Cabriolet, Victoria, Queen 


Phaeton, Delivery Wagon, etc. 
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ELECTRIC FITTED LAMPS 


PAYNE 
Body Height Length Per Pair 
over all with Bulbs 
No. 54 54x4 in. sin. 7sin. $12.00 
. 
No. 7 5$x42in. 5$in. 9 in. 18.00 


No. 54 Front Glass Diameter, 8} in. 
No. 7 Front Glass Diameter, 4} in. 
Silver Lined and Mounted. 
Suitable for Light Victoria, Cabriolet, Surrey 
and Trap. 


N. B. State Candle Power and Voltage 
desired. 





No. 2 REVERE 
Body Body Flange Length Per Pair 
Height Length Diameter over all with Bulbs 
4} in, 33 in. 5} in. J23 in. $10.00 


Side Glass Diameter, 3 in. 
Door opens at back. 
Silver Lined and Mounted. 
Suitable for Light Victoria, Surrey, Trap 
and Runabout. 


N. B. State Candle Power and Voltage 
desired. 
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HEADLIGHTS 
Glass Diameter Body Height Body Depth Each, with Bulb 
No. 53 5} in. 3 in. 34 in. $6.00 
No. 83 8} in. % in. 6} in. 11.50 
No. 12 113 in. 94 in. 8} in. 27.00 


No. 12 has Props at side. 
No. 8} made with Props at side or with one at back. + 
No. 54 has Prop at back. 
No. 53 has Flat Front Glass, no bevel. 
Silver Lined and Mounted. 
Suitable for electric vehicles of all kinds. Can be used with storage or dry batteries. 


N. B. State Candle Power and Voltage desired. 
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RIDGEWOOD 
Front Diameter : 3 3 : : : : é : F : ; be ai : 7# in. 
Body Height. : , 3 3 : : : , ¢ 3 3 F ‘ : 2 5% in. 
Body Depth . : 3 ; , < ‘ F : : : ; : : : : 5 in. 


Full Polished Brass, each, with Bulb, $13.00. 


Full Silver, each, with Bulb, 20.00. 
Suitable for electric vehicles of all kinds. Can be used with storage or dry batteries. 


N. B. State Candle Power and Voltage desired. 
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Tllustration is exact size of switch. 
No. J PUSH-BUTTON SWITCH 
For Dome Liaurs % 
Polished Brass, Nickel, Silver and Gun-Metal Finish. 
Top Plate, 1§ x § in. ; 
Each, $2.00. 
An extra charge is made for Gun-Metal Finish. 
RANKIN DOME LIGHT RARITAN DOME LIGHT 
Merat FRAME E 
Woop FRAME 
Polished Brass, Silver, Nickel or Gun-Metal 
Finish. Finished in Mahogany. 
Outside Glass Depth Each 
ge Manistee 4 ges Baty Outside Glass * Depth Each 
Nomis) (Geen. 43 in. 1$ in. $5.00 Diameter Diameter with Bulb 
No.2 6 in. 4 in. 1} in. 4.75 No.1 6% in. 43 in. 1$in. $10.00 


Suitable for Limousine, Brougham, Landaulet, or Opera Bus. 
Fitted with candelabra base. An extra charge is made for Gun-Metal Finish. 
N. B. State Candle Power and Voltage desired. 
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Fitted with Candelabra 
Base. 


State Candle Power 
and Voltage desired. 


Polished Brass, Nickel 
Silver or Gun-Metal Fin- 
ish. 





ROULETTE DOME LIGHT 


Outside Diameter Glass Diameter Depth Each, with Bulb 
No. 8 4 in. 8} in. 1} in. $4.75 


Extra charge for Gun-Metal Finish. 














BLIX READING LIGHT COWLES READING LIGHT 
Diameter Depth Length Each Diameter Depth Each 
over all with Bulb with Bulb 
33 in. 12 in. 58 in. $8.00 23 in. 2 in. $5.50 
Polished Brass, Silver, Nickel or Gun-Metal All Black, Polished Brass, Nickel, Silver 
Finish. or Gun-Metal Finish. 


Extra charge for Gun-Metal Finish. 
Suitable for any vehicle equipped with storage or dry-cell batteries. 
N.B. State Candle Power and Voltage desired. 
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24 
GLOBE TAIL LIGHT 
Body Glass Each 
Diameter Diameter with Bulb 
4} in. kin. 33 in. $7.25 
5} in. 5} in. 4 in. 7.50 


S 
All Black Body, Red Glass. 


Suitable for all kinds.of electric vehicles. 
Can be used with storage or 


dry batteries. 


N. B. State Candle Power and Volt= 


age desired. 








Outside Glass Depth 
Diameter Diameter 
6} in. 42 in. 


Each, with Bulb, $5.00. 
Finished in Polished Brass, Silver or Nickel 


Suitable for Limousine, Brougham 


and Landaulet. 
Fitted with candelabra base. 


N. B. State Candle Power and Voltage 
desired. 











Body Height 


8} in. 


Body Diam. 


at Top 
82 in. 
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No. 12 RYSWICK 


Body Diam. Glass Glass Length over all 
at Bottom at Top at Bottom 
6 in. 4} in. 33 in. 41 in. 


Best quality Hearse Lamp. 


25 


Per Pair 


$65.00 
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Length over all Per Pair 


mpoy. Metent 40} in. $69.00 
7% X 7% in. 9 in. a 5 

Silver Lined and Mounted. 

Best quality Hearse Lamp. Full Silver Head, Neck and 


Stem. 


No. 12 RUSSIAN 
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". 
, 
Body Height Extreme Body Diam. Glasses Length over all 
95 in. 10 in. 9} x 43 in. 403 in. 
Silver Lined and Mounted. Per pair, $66.00 
Full Silver Head, Neck and ‘ DEE DOO. 
Stem. Best quality Hearse Lamp. 


No. 12 GRAFTON 
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No. 10 MOSGROVE 


Body Height Length over all Per Pair 
6x6 in. 7 in. 35} in. $53.50 


Silver Lined and Mounted. Full Silver Head, Neck and Stem. 


Best quality Hearse Lamp. 
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No. 12 BEVERLY 


Body Height Body Diameter Body Diameter Glasses Length over all 
at Top at Bottom 
8 in. 93 in. 7% in. 44x 34x 8 in. 394 in. 


Silver Lined and Mounted. Full Silver Head, Neck and Stem. 
Best quality Hearse Lamp. 


Per Pair 


$61.00 
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ARLINGTON 
Body Height Extreme Body Diam. Glasses Length over all Per Pair 
No. 10 8} in. 8} in. 8} x 44 in. 344 in. $538.50 
No. 12 4 in. 10 in. + x 43 in. 374 in. 65.00 


Silver Lined and Mounted. Full Silver Head, Neck and Stem. 
Best quality Hearse Lamp. 





Body Height 


7 


toe 


in. 
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No. 10 ST. VINCENT . 


Body Diameter Body Diameter Glasses Length over all 
at Top at Bottom 
din, 6 in. 41x 34x 7h in. 303 in. 


Silver Lined and Mounted. Full Silver Head, Neck and Stem. 


Medium-price Hearse Lamp. 


Per Pair 


$33.50 
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YOSEMITE 
Body Height Body Diam. Body Diam. Glasses Length over all Per Pair 
at Top at Bottom 
No. 10 74 in. 84 in. 6 in. 44x 3} x 7} in. 34 in. $35.00 
No. 12 8 in. 93 in. 7% in. 4x34x8 in. 40 in. 47.00 


Silver Lined and Mounted. Full Silver Head, Neck and Stem. 
Medium-price Hearse Lamp. 
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No. 10 ROSCOE 


Body Height Body Diameter Body Diameter Glasses Length over all Per Pair 
at Top at Bottom 
73 in. din. 6 in. 4.x 31 x 7hin. 32 in. $30.00 


Silver Lined and Mounted. Silver Head Caps. Full Silver Stem. 
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MAPLEWOOD 
Body Height Length over all Flanges Per Pair 
No. 8 5 xd in. sin. 28 in. 63x6 in. $22.50 
No. 10 + x 5} in. + in. 33 in. $x 64 in. 30.00 


Silver Lined and Mounted. Silver Flanges. Full Silver Head, Neck and Stem. 


Suitable for Hearses and Undertakers’ Wagons. 
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No. 846 RANDALL 


Body Height Length over all 
6x6 in. 7 in. 34 in. 


Silver Lined and Mounted. Full Silyer Head, Neck and Stem. 


Suitable for Hearse or Undertakers’ Wagons. 


35 


Per Pair 
$30.00 





Body 





5x 5in. 
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No. 8 MONTEREY 


Height Length over all 
4 in. 25 in. 


With Silver Glass Flange at Front, per pair, $12.50. 


Silver Lined and Mounted. Full Silver Head and Stem. 


Designed for Undertakers’ and Delivery Wagons, and Ambulances. 


36 


Per Pair 


$10.50 





